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Venoocclusive liver disease 


Steatohepatitis 
Radiation hepatitis 
Portal fibrosis 
Peliosis hepatis 


Non-cirrhotic portal hypertension 
Non-alcoholic steatohepatitis 
Nonalcoholic fatty liver disease 


Lupus hepatitis 

Lupoid hepatic cirrhosis 
Liver transplant 

Liver sarcoidosis 

Liver disorder 
Ischaemic hepatitis 
Hepatitis toxic 
Hepatitis fulminant 
Hepatitis D 


Hepatitis chronic persistent 


Hepatitis chronic active 
Hepatitis B 

Hepatitis alcoholic 
Hepatitis acute 

Hepatic steatosis 
Hepatic steato-fibrosis 
Hepatic necrosis 
Hepatic infarction 
Hepatic fibrosis 
Hepatic displacement 
Congestive hepatopathy 
Hepatic cirrhosis 
Hepatic atrophy 


10047216 
10076331 
10051015 
10074726 
10034229 
10077259 
10053219 
10082249 
10067737 
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10019641 
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Hepatic amyloidosis 
Granulomatous liver disease 
Fatty liver alcoholic 
Diabetic hepatopathy 
Cryptogenic cirrhosis 
Coma hepatic 

Cirrhosis alcoholic 

Chronic hepatitis C 
Chronic hepatitis B 
Chronic hepatitis 
Cholestasis 

Cholangitis sclerosing 
Cardiac cirrhosis 

Primary biliary cholangitis 
Biliary cirrhosis 
Autoimmune hepatitis 
Allergic hepatitis 
Alcoholic liver disease 
Acute yellow liver atrophy 


10075251 
10018704 
10016262 
10071265 
10063075 
10010075 
10009208 
10008912 
10008910 
10008909 
10008635 
10008609 
10054936 
10080429 
10004659 
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10071198 
10001627 
10070815 
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